&® Audi A4 Wiring Diagram No. 34/1 


Automatic Climate Control 
From 2004 m. y. 


Main fuse 


A97--0220 


@ onthe Battery 


Fuse holder 


12.2005 


&® Audi A4 Wiring Diagram No. 34/1 
@ Instrument panel driver side 

Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox from 23 onwards are numbered 223 onwards in Current Flow Diagram. 


Coupling station with threaded connection 


@ in the electronics box, plenum chamber 
3 - 17-Pin Connector, red (T17d) 
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&® Audi A4 Wiring Diagram No. 34/1 


Connector station A-pillar 


@ behind side trim, left 


9 - 17-Pin Connector, darkbrown (T17g) 

13 - 10-Pin Connector, violet (T10c) 

14 - 10-Pin Connector, grey (T10d) 

4-Pin Relay Carrier with threaded connection 
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&® Audi A4 Wiring Diagram No. 34/1 


@ Instrument panel driver side 


12.2005 


&® Audi A4 Wiring Diagram No. 34/2 
AIC Control Head, fuses 


Battery 

Ignition/Starter Switch 

AIC Control Head 

Fuse in fuse holder/relay panel 

Fuse in fuse holder/relay panel 

Fuse Strip (main fuse) 

Fuse in fuse holder 

Fuse in fuse holder (Auxiliary Heater) 
Fuse in fuse holder 


Ground connection, in battery box 


Ground connection -1-, in wiring harness interior 


Threaded connection -1- (30), on the relay plate 


60 25 25 
ro 


ro To 
Asiso_Azs0 E87 


Hees 5 ® h ) is 


WCN3 WFS FS D2 DNs 


Threaded connection -2- (30), on the relay plate 


Plus connection (15), in instrument panel wiring harness 


32) Plus connection (30), in instrument panel wiring harness 


33) Wire connection (75), in instrument panel wiring harness 


52) Plus Connection 2 (30) (in instrument panel wiring harness) 


AS7 ) Plus connection -2- (30), in instrument panel wiring harness 


01 ) Plus connection (30), in heated seats wiring harness 


‘< with rear heated seat only 


ws = white 
10 sw = black 
ro = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
o eee 
1 2 3 4 5 6 7 8 9 0 4 12 «13 (14 ba = pata 
S7-57388 in Sh pk 
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&® Audi A4 Wiring Diagram No. 34/3 


Es7 


F 


© 


\ 


\ |” \" i 


ia ‘ze \° 


Pree 


0,35, 0,35, 0,35, 0,35, 0,35, 0,35, 0,35. 0,35, 0,35, 0,35, 0,35 
rolbl* wsige’ grign* bilro™ biro™ wsigé" grign* bi/ro* wsigé’ grign* brisw* 
0.3544 03544 0,35 ,4 0,35, 0.3544 0.3544 0,355. 0.3545 0,35 44 0.35, 0.35.4 
‘sw ** pilro*™ liige** gniws* grige™* ge grign’* gelgn'* wsign'* briws’ 
t | 7 
0,354 0,35 0,35 
brisw* brisw* brisw* 
5 he a 4 4 2 6 s oh 2 6 Is 


V113 Gus PP Griz V70 
0,35, 0,35. 
rofol* —rofbl™ 


0,35 44 0.35.4 
sw ** sw 


: ae | 


131 


15 16 7 8 19 20 


2 22 23 


24 25 2 7 BB 
'8E0-034050406 


white, 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


Central Air Flap Motor, Air Flow Flap Motor, Recirculation 


Flap Motor 


E87 
G112 
G113 
G143, 

v70 

v7 
V113 


AIC Control Head 
Central Flap Motor Position Sensor 

Back Pressure Flap Motor Position Sensor 
Recirculation Flap Motor Position Sensor 
Central Air Flap Motor 

Air Flow Flap Motor 

Recirculation Flap Motor 


Ground Connection 1 (in A/C wiring harness) 


Connection (5 Volts) (in A/C wiring harness) 


discontinued (Phased in modification) 
Phased in modification 
wire color briws, Phased in modification 
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&® Audi A4 Wiring Diagram No. 34/4 


E87 
G135, 
G220 


G221 
107 


Es7 


V158 
v159 


© 


ie a 


0,35, 0,35, 0,35 
biiro™ ws/gé" grign 


0,35 44 0,35 4 
gr ** wsigr" 


l” r ‘ib 
0,35, 


0,35 44 0.3544 0.354. 0,354.5 0:35.45 
i id gribl** ws/bl™* ge/bl 


0,35, 0.35, 


ae 


0,35, 0,35, 
biro™ wsigé” grign’ 


0,35 


PP S135 V107 [> G20 V158 [Pe G22 
0,35, 0,35 0,35, 
rofbl” rofbl* rofbl* 
0,35 55 
sw 


0,35, 0,35 54 
Sw G) Sw 
1 1 


L31 


29 30 31 32 33 34 


40 


7 
5 
Vi159 ws = ‘white 
sw = black 
ro ted 
br = brown 
gn = green 
bl blue 
gr = grey 
i lilac 
qT te ge = yellow 
or = orange 
‘BE0-034060406 : 
rs = pink 


AIC Control Head 
Defroster Flap Motor Position Sensor 

Left Temperature Flap Potentiometer/Actuator 
Right Temperature Flap Potentiometer/Actuator 
Defroster Flap Motor 

Left Temperature Flap Motor 

Right Temperature Flap Motor 


discontinued (Phased in modification) 
Phased in modification 
wire color briws, Phased in modification 


Defroster Flap Motor, Left Temperature Flap Motor, Right 
Temperature Flap Motor 


) Ground Connection 1 (in A/C wiring harness) 


Connection (5 Volts) (in A/C wiring harness) 
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fen) 


we Audi A4 


Wiring Diagram 


No. 34/5 


Sunlight Photo Sensor, Vent Temperature Sensor, Fresh 
Air Intake Duct Temperature Sensor 


97 


yore yc yo 
ol A ole 
briws —rolbr lr 


S| 


ow Blo 
r 
0,35 0,35 
ot ve 
43 45 46 47 48049 50 51 52 53 54 5556 
‘8E0-034070406 


white 
black 
ted 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


E87 
G89 
G107 


AIC Control Head 

Fresh Air Intake Duct Temperature Sensor 
Sunlight Photo Sensor 

Left Vent Temperature Sensor 

Right Vent Temperature Sensor 

Left Footwell Vent Temperature Sensor 
Right Footwell Vent Temperature Sensor 
Evaporator Vent Temperature Sensor 


) Ground Connection 1 (in A/C wiring harness) 


Sensor Ground Connection (in Climatronic wiring harness) 


‘discontinued (Phased in modification) 
‘Phased in modification 
wire color ws, Phased in modification 
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Wiring Diagram 


&® Audi A4 9g Diag No. 34/6 


yous re" re 
Sli 0.36 0s 
bil wsige 
05 
griro 
T1745 Tyod FT 10401 T10c/9 
05 05 0,35 
griro grirobr/bl 
T10c4T 100 T4714, T2n2 
05 05” 05 0,5 M20,35/18 
bilbr brlli —griro} gtlro-orr:bribh 
Lo booM bok 
XE lNoso ®_|lo28« ® _|lces At4ee 
Pr ’ Yr 
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4© § fren __| 
4,0 05 35 
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97-58553 


AIC Control Head, high Pressure sensor, sensor for air 
quality, Compressor Regulator Valve, heated front window 


A14 
E87 
G65 
G238 
N280 
T2n 
T10c 
710d 
114 
T17d 


Windshield Heating Voltage Converter 
AIC Control Head 

High Pressure Sensor 

Sensor for air quality 

AIC Compressor Regulator Valve 

Double Connector, near Windshield Heating Voltage Converter 
10-Pin Connector, violet, connector station A-pillar, left 

10-Pin Connector, grey, connector station A-pillar, left 

14-Pin Connector, black, in engine compartment, left 

17-Pin Connector, red, connector station E-box, plenum chamber 
Heated front window 


) Ground connection, in engine compartment, left 


Ground connection -1-, in right front wiring harness 


) Ground connection, in wiring harness heated spray jet 


Ground Connection (starter battery) 


) Plus connection -2- (15a), in instrument panel wiring harness 


with sensor for air quality only 
with heated front window only 
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&® Audi A4 Wiring Diagram No. 34/7 


AIC Control Head, Heated rear window, Solar Cells, Fresh Air 
Blower 


C18 Windshield Antenna Suppression Filter 
C20 Solar Cells 
£87 A/C Control Head 
J126 Control module for fresh air blower 
117g 17-Pin Connector, dark brown, connector station A-pillar, left 
V2__ ‘Fresh Air Blower 


Z1 Heated rear window 


) Ground connection, behind instrument panel, right 
Ground connection, on left A-pillar, lower part 
Ground connection -1-, in wiring harness interior 


Ground Connection (in roof wiring harness) 


E87 
( l & Ground Connection (on eft D-pillar) 
pe pe 
05 0.5 Ground Connection (on right D-pillar) 
swibr ge ight D-pillar) 
| 40 25 6 })_ Heated Rear Window Connection -2- (in interior wiring harness) 
rolbl rol 
a ne * models with Solar Cells only 
© ** for avant, see current wiring diagram for avant rear 
J126 
; 40 
Xe rolbl* 
3 Grizet7 
40 
ro/bl* 
Ma 
Re =a 
C20 TT! Cis 
\2 ws 
sw 
ro 
br 
18 
gn 
40 40 
br * br Bt 
gr 
jo je 
71 7 78 79 80 81 8384 ge 
or 


97-58974 
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&® Audi A4 


Wiring Diagram 


No. 34/8 


0.35 0,35 
offer —or/gn 
Es Acn2z Mom 
i i i i ( 
[ [ | [ 
40 05 05 1,0 
swign swiws gelbl swige 
Tear fT ed Teer [iT 6/4 
4005 05 1.0 
swige  brisw brisw — swige 
Tavs HiTan Teg iT 8g Atie7 
The] * * 5 
= Gs Geo iS 
5 48 8687) (atti (tC 7 «8 
3€0-034100406 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


Instrument Cluster Control Module 


E87 
G59 
G60 
J285 
Téd 


T6ée 


T8f 


T8g 


AIC Control Head 

Driver's Heated Seat Temperature Sensor 

Front Passenger's Heated Seat Temperature Sensor 
Instrument Cluster Control Module 

6-Pin Connector, green, seat wiring connector station, driver's 
seat 

6-Pin Connector, green, seat wiring connector station, 
passenger seat 

8-Pin Connector, on driver's seat for driver's seat Heating 
Element 

8-Pin Connector, on passenger's seat for passenger's seat 
Heating Element 

16-Pin Connector, black, Data Link Connector (DLC) 
32-Pin, Connector, blue,.on instrument panel insert 

32-Pin Connector, green, on instrument panel insert 


K-Didgnosis Wire Connection (in instrument panel wiring 
harness) 


Comfort System High-Bus Connection (in instrument panel 
wiring harness) 

Comfort System Low-Bus Connection (in instrument panel 
wiring harness) 

with heated seats only, > Heated Seats wiring diagram 
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